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MEMORANDUM FOR THE RECORD 


SUBJECT: Pollution Check on Effluent Printing Services Building, 
Headquarters Compound 


25X1A DE SMsFB/LSD/OL, advised that as of 20 April 
no formal request has yet been submitted to GSA to accomplish 
such a survey or check. 


Printing Services Division has tabulated a listing of about 
90 chemicals, and the subject of such a possible survey has been 
discussed informally with Mr. Weaver, the Building's Manager. 


Chief 
Field Engineering Branch 


Distribution: 
Original - OL/RECD Official 
1 -— OL/RECD/FEngB Chrono 
1 - HEB/RECD/OL 
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